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STAT 


19 JvM 1956 


HBfORAKIXJM FORt Direetor of Materl«I 
SOBiTBCTt Wovic Order Hequoet 


1. Reqnevt two each orertiead ^ot laspe be iBatalled in 
Room 536 £, 1717 H Street. These sp^ laR|»s Aoitld be affixed 
to the ebdlinc and on aoweble brackets so tbat thpjr majr be 
rotated as desired. Installation of m>ots oan be aocooipliilied 
via present overhead lighting. 

2. Additional overhead Hinting is needed to snpplemast 
presMit panel iUnninatlon idien it is necessary to use "blade 
lighting.* 

3« Also reqnest two each double pings be installed in 
Room 536 E on panel molding for use of eleetrlo clocks. 
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